Capital Planning Committee 


Capital Plan for FY2021 (July 1,2020 - June 30, 2021) 

5-Year Plan for FY2021 - FY2025 

Date: Thursday, October 3, 2019 
Time: 5:00-7:00 P.M. 

Location: Town Manager’s Conference Room, Arlington Town Hall Annex, 730 Mass Ave. 

Agenda and Supporting Materials 

1. Approval of Minutes 

2. Discussion with Jim Feeney, Acting Head of Facilities Department 

3. Review of Requests 

a. Presentation by Community Safety Subcommittee: Arlington Fire Department 

4. Meeting Schedule: Future Subcommittee Presentations 

a. Public Works and Recreation 

b. Administration 

c. Finance 

d. Community Safety 

e. Software 

f. Deliverable Review 


5. New Business 



